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chief, Corso Mncincoring Branch , : 25 Hay 1951 


Chief, Gorse Operations Franch 
25X1A [| Propoaad New Receiving Site 25K1A 


REF 3 Our nemorandua of 4 Hay 1951, to Chief, Enginesring Branch, subject{ | 


i. Attached to the referenced mene was a dvawing cf the proposed now recely~ 
ing ito. Tris draving was sont in by tha Chief of(____Jand representa thoir 25X1A 
daaan ant desires for building facilities at the now site. On the guyrfcce, bho ; 
percentato of arca caoupied by tho Living quarters in this bullding would sea un- 
justifiable, Thig mcnorandiua will bring out facts which will oxplain tho necessity 

‘for tho deslow 


25X1A 
f 
3 
25X1A eS 
As a result of this houstne shortave, quartars were ancluéed at the present < 


receiving and tranmitting sites. These qvartors ara nerd filled, yet the 
staff is orerating at only 30° of ite fall 7/9 strength, Sincle men and, 
marriod en who have not yet found hovsing cecupy sthose quarterd. a Op 


25X41A 2. Plans enti for six bedroaas in the proposed new bullding. Tham rocus are 
adomately larce for two ao: per rooa thus twelve men could be housed ‘hero. The 
avallability of thia such speco vorld ontirsly alleviate the houging shortage at 
[_] wrlesea an unforoscoable expansion took place. 


5. Frou an ovoratine standpoint the rrosialty of the rorsonnal to their work 
ss beneficial. Thoy are more readily available during a larger percentage of their - 
off duty tine should an exergoncy arise. Spliteshifts are much more agrocable to 
the mon undar those conditions and this typo of shift te often oacential. Pron 
exyoriones the nan take much moro interest in the station whon it is their hone. 
“Phoy foel a personal responsibility for Lb since thoy must live with it 24 hours per 
& Overall physical socurity ia freyaansd manifold whoa men aro quartered 
within the oreratin: buildins. Tho atation at present ororatos Lor 16 hours por day, 
sovon days por wook, If quarters are not inaludet, a duty officer will have to be 
rrosent during tho ei¢ht off-duty hours each day. If quarters are included for , 
several non, thig problea is virtually oLlindnated aa it can cagily be arranced te 
assure that at least one nan of the several quartered within the building will be 
prosont in the building during the cipht hour off-duty parlod. , 


: 


Approved For Reieas® BAA POI21 : CIA-RDP84-00499R000800080041-6 | 


. Approved For @glease 2002/0247 BA RDPs4-00499%900800080041-6 
a ef 


1 
cd . 
t 


25X1A — 7, Exrortence at [Jandiontes tha morale of the man in good under those 
, conditions, Padle men inhorently like to bo around ofher radio con wie ean talk 
their Tewcate, Vogt of thea even Lave hobbies dealing with electronics, Whigs, _ 
thoy ponovally fern a rather esaeenial sroup when hald elegs te-other, Thore are 
mya thasa who do not fib in and those non still have the apporhinity to accept | 
the typa housing they would noraally set should we not furnish housing. 


Bg 


a It le thercfore esnslderad highly éeanattek % y this office that the 


iio 


quartora bo fnoluded as shoaay on tha provosced plan. As a cate the bedsoom 
batucen the day room and the lavatory would be Lotter placed fra. @ noise ctande 
point 40° 46 vera on the ond well with the day room botuoon 26 and the lavatory. 
‘It is roqiosted that these facte ba made a part of the attachacnts origh nally sent 
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Chief, Engincoring Branch 4 Hay 1952 
Chiof, Operations Branch 


: eas es ae ee fron["—séd co? thia Branch in which 25X1A 
. 0 cxp ns a proposal which has beon presontad by the Chiot | | and the 25X1A 
25X1A Chief | 


2. The Operations Branch concurs in this proposed expansion as sugrosted. — 


It is requested that this proposal be put in project form and presented to tho 
proper anthorities for aprroval. : 
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Chief, Operations Branch 7 Mey 1951 
25X1A 


25X1A 25K1A 


1. The writor recently returned frou a trip to 
25X1A i= eee he visited our[ __] radio base. During this visit a study waa 
Sor the facilities as they exist and of a yropesal for expansion. Tho 
folloving facts wore obteined and are sot forth in the succeeding paracrayhs. 


25X1A 2. ree the transzitting site, is quite adequate in its presont 
fora. This la a now Installation and in oxcollont condition. It ia used only &@ 


,& transultiter facility and as quarters for up to six men. No expansion or | 
improvesents sean to be required here under the present contenplated vork load. 


25X1A 3B —w the receiving site, is used for the following purposes: 
a. As the receiving facility. eae 
be As the Communications Supply facility for age of Surope. 
25X1A | oe. Asthe[ __|motor pool facility. | : 
3 d. As quarters for five nen. 


ce. Ag the coummniestions repair shop for all. cowmunicationa equip~ Soy 
25X1A | nent [| | . | 
| £. As the Office of the Chief[ radio station. 35x 4 A 


4. Tha increasing responsibilities placed on CJ have rapidly 25X1A 
made the facilities mentioned in subparagraphs 3a, 3b, Je, 3d, and 3e entirely 
inadequate. This 1a particularly true in view of a contemplated increased work 
Load which will reoult fron future OS0/0FG operations in this arca, The linita- 
tions to the receiving facility alone arc as follows: 


a. Mo further space is available for the erection of now antennas 
required te cover now areas of operation. fo 4 


bh. Wo further space is available within the present receiver 
_ Itllding for construction of wore radio operating positions beyond tac 
five now installed. 


a. Electrical interference is beeoaing a problem. Directly across 
the road in front of the site is a new and extensive actor naintenance 
shope Wore such interferences creating devices as arc volders and electric 
drills are operated throughout the dey. Hotor convoys are formed in front — 


of this shop causing considerable ignition interference on the higher 
frequencies. - , i 


Approved For Release 20d 3fee Fcia-RDP84-00499R000800080041-6 


Ty SS ES 


“ei” 
: Approved Forwadlease 2002/98/24 a ‘cia-RDps4-00499%d00800080041-6 


x = 2 ow 


§ Tho limitations to the supply facilities are aa follows: 


: ao. Storavo apace for sapply matertal is inadequate. Sevoral tons 
- saji of eorattted cowmunicetions equipient are progently stored outside on 
Ue’ the ground for lack of inside storage space. None of this equipment can 
25X1A be dispersed to[_ ag 1 must be immediately available, 


b. Space is at a prealua in the packing seebion of supply. The 
ecarpontor shop where orntes aro built for packiny 1s in a very enall 
baullding 30 feet away. froa the supply wine. Packing of classified equip» 
mont must be done in & sorarate crow: ded room in tho. reay of the wing, 


- @e Testing and ropuly facilities for the supply facklity are seat 
ond lacking in space. 


6 The motor pool has no reas 0 pit and no place into which tha trucks 
nay bo driven for repair in foul woathor. Only siall vehicles enn be driven in 
the siall building used primarily as a carponter shop. 


O5X1A 7% ALL five bachelor quarters at the present [date ara 25X1A 
filled and more space ig required. Housing is extrenely short in tne area and it 
is usually necengary for the personnel living off the bage to find housing in 


S. Tt 4a proposed that. the roceiviny facility itself be moved toa now | 


25X1A erca on the south al ce | An approximately 160 acre plot 

A en bo obtained fron m this area. This plot le renoved frou the - 

25%] A goneral building area of [_C™C™~CC A. hI. a ‘bo vary quict froa an 

electrical nolee standpoint. It ia not included in future expension planning for 
a Purthor, its use ean be obtained at no cost to this organization. 

To install the receiving facility at this spot would require the following. (See 


Attachzent A}: 


a. Construction of a nev buliding to house the ssbuteiee facil lity 
fneolude an emergency power generator puilding. Tao main bollding will 
provide quarters for five nen in addition to the office for = Chief of 


25X1A 


b. Construction of a suitable antenna Rise ation within the 100 
acre plot. 


c- Installation of perenne for the area such ag paved roadway, 
utilities, fonve, otc. 


9. The present site will then be turned over to tho ee moter pool, 
end commmications maintenance facilities. These facilities are already there but 
will gain the use of two approximately 12 foot x 12 foot roose and one arproxl- 
mately 12 foot = 35 foot x roon whon the receiving facility moves out. A new wing 
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25X1A provosed in paracraph 7 of [| dated 18 Deconber 1950. It is. proposed 
to inelude this wing in the overall proposal as the space provided by Lts 
construotion will aurment the space obtained fron the move by tha receiving 
facility thus econpletoly relieving the existing shortare of space. Tho bachelor 
quartera yresontly in tiis butlding vould rexzain. . 


10. Total. cost of this expaneion would be as follows: 


Cost of new roceiving facility (broken down in : 
Attachnent A) $55,660.00 


_ Coat of now wing on present building (See 
Attachnent 5) ' 34,000.00. 


TOMAL © 469,660.00 


ll. The undersigned bolioves from what ha has seon at[|__] backed 25X1A 
up by the tvo attachments, that the propesed expansion ig essential for efficient ; 
coverage of our communications responsibilities et that radio base, . 


‘i, ‘ 


Attachwents: 2 
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Ciief, Corzuniecations Divisien 25 Apel 1951 


Chfef, Operations Branch as 


raFa etter dated 12 April 1951 from Chief of [pase Fadio Station 


1. The reference contains certain cotaila relating to a proposed extension 
of the facilities at ag Padio Station, [__havises us of 
other datsils reaenlidng fron bia recent trip te the[L jaite. After a study 
of the prorosal as a whole, this office makes the folleving conmmants and recon~ 


Tendations. 


2, Cortain Lanttiations exist in the present [J] installation, which make 
present operaticns difficult and future expension virtuclly impossible. They ares 


A. A lack of further space for expansion of the antenna fold 
beyond its present sise. 


BR Increasing ciffieulty cue to electrical interfarence [ 
4notallations adjacent to the reeeiving site, Directly 
across the road 4n front of the site is a new and extonsiva 
‘ moter maintenance shop, Here such interferencowereating den 
yiecs as are welders and electric drills are operated throughou 
the day. FEotor convoys sre formed at this shop causing con 
siderable ignition interference on the highor frequencies. 


C. Ko ferther space is avalloble in the present boiiding for 
farther addition of radio receiving positions beyond the five 
already installed, 


D, The supply activity at the[_ |recelving site has completely 
euterowm the epaco available for it, This activity handles ell 
ecorsunieations supplies for most of. At present several 
thousand pounds of erated equipment comtted to planned epor~ 
ations must be stored ovtslde on the ground under 9 tarpaulin, 


i, The only noter vehicle repair shop atL____]is too emall to 
accommodate the moter pool trucks, This building is also the 
ecarpanter shope , - 


3, The following proposals are presonted for the alteration and expansion 
of this sites 


t 


‘ 
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A. A ner bulldine to be tullt on a lCOenera atte avnliable in 
tha ronthern tip of [—__—_____] A drawing of 
wen a br tidine is wart of reforence letter, This building 25X1A 
woud house tha following facilities: = 
(2) The raclo receiving orerating roon with adequate space 
for a maximo of 12 sonasl poritiens and 4 sutomntie. 
porltiona, and the revuired offices etc, neecasary +9, 
administex’ such en installation, ‘ 
(2) Cuerters for five nen, , 
B. A sultable enteme field to be constructed on the l0Cencre | - — 
piet oben ie lar rolininmery dotaile of = \ 5x4) 
i auch on entenra field are part cf reference letter, This to 
offies recomencs that the Frc Ancerine Drench bo asked to ee 
advise va on this antenna field, ay \ 
GC, Ov ther §rprovements to the srea to be rade, such as construction \. 
a paved rondvay into the mae ing areay installation of Ko 
eae a, construction of Ponce, etc. ji \ 7 
pada Nk 
0. The present recoiver site araa to be then nade evallable for {3 * 
use as Pollowss | es 
* ( ‘ \ 
: (1). As Como supply. ; al a : 
(2) As noter pool with a suitable maintenance shop - \. 
: , \ 
(3) Ag a laboratory. and maintenance shop for communications \ ve 
equipment _ ; re 
(Z) As quarters for part of the [_ nexsonnel a 2BXIA 
25X1A Le Anproxivucte cost of this project is outlined in the reference, From. 
past oxparicnco and in view of cur continuing good relations with LT 
at ers ii is folt sova of the worl: on this project can be done 
25X1A by =xaeee 7 no cost to this orcanitabion, For dnsts iad entermna:. poles 
‘gre Waar shad end erected by cme) at no cost.~ Thor will also 25X1A 
agupply ditch digging equipment plus era for laying keying line eablo, ye eee 
5. This offies recommends that this project be implenented aleng the 
ranoral Tinea as stated. 
WE. ey, £ jc a, , 25x1h 
Files nl? sae ~ 
25X1A — oRs Ves 
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